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Summary: The boys are having their monthly movie night! For 
CheekyBrunette ! one-shot 


Movie Night 

**This is a birthday present for CheekyBrunette, who is one of the 
BEST writers on fanf lotion! She's super nice and funny and she's 
amazing :) so happy birthday Cheeky! I hope you like this!** 

**I don't own Big Time Rush, Block Buster, or ant of the movies 
mentioned . * * 

Movie Night. The best night of the month for Carlos, Kendall, Logan, 
and James. The night that came along on the second Saturday of every 
month. The night where the four boys got together, no one else, for a 
couple hours to watch a movie. The night where they ate popcorn, 
laughed, covered their eyes in fear, and so much more. 

And tonight was Movie Night. 

The four boys ran into Block Buster, laughing and talking over each 
other as usual. A worker shushed them and they immediately shut up. 
They walked around the store, trying to find a movie to watch. 

"OH! GUYS!" Carlos screamed, "WHAT ABOUT TH-" 

"Excuse me, could you please quiet down," a worker asked. Carlos's 
cheeks reddened and he nodded before running over to his 
friends . 

"Hey, how about this?" he held up 'Grown Ups', his favorite 
movie . 

"Really Carlos?" James rolled his eyes, "We've watched this movie 4 
times already!" 



"But it's so funny!" 


"Yeah, well I think we all agree that we should choose something 
else." Logan said. 

Carlos sighed and put the movie back. 

"What about this?" Kendall asked, holding up 'Orphan'. 

"Dude, that movie is way too scary for me!" Carlos yelled, "I peed my 
pants last time I watched it!" 

"What about this?" Logan held up a DVD and the other three boys all 
smiled and 
nodded . 
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"James go get the popcorn!" Kendall yelled to his friend behind him 
as he set up the movie. 

James ran into the kitchen and was back a minute later with a bowl of 
popcorn and sodas. They all settled down on the couch and Kendall 
started the movie. 

_"This is Berk. It's twelve days north of Hopeless and a few degrees 
south of Freezing to Death. It's located solidly on the Meridian of 
Misery. My village. In a word, sturdy. It's been here for seven 
generations, but every single building is new. We have fishing, 
hunting, and a charming view of the sunset. The only problems are the 
pests. You see, most places have mice or mosquitoes. We 
have . . . dragons ! 

They all sat, completely quiet for two hours while they watched 'How 
to Train Your Dragon'. They laughed, ate popcorn, drank soda, and 
even teared up at the end. When the movie was over they all clapped 
and cheered. 

"THAT WAS AWESOME!" Carlos screamed. 

"Best movie ever!" James agreed. 

"Let's watch it again!" Kendall yelled. 

"YEAH ! " 


And the movie restarted. 

**I found that really stupid, but I couldn't think of anything and I 
know you like How To Train Your Dragon Cheeky! I hope you like it 
anyway! HAPPY BIRTHDAY :)** 


End 
f ile . 



